r 


1.  DATE 

8 December  1957 


9.  DATe*TIMB  OROUP 
GMT 


9.  PHOYOl 

□ Y«t 

XSN* 


7.  LINOTH  OP  OBtmVATION 


PROJECT  10073  RECORD  CARD 


2.  LOCATION 

Laramie.  Wyoming 


4.  TYPE  OP  OBSERVATION 


SmivMirf*  VI  •ud 
O Aii»Vl  wd 


O Grognd'Rodor 
Q Alr*l»t#f€«pt  Rodor 


civilian 


I.  NUMBER  OP  OBJECTS  I 9.  COURSE 


1 second  one  not  given 


10.  BRIIP  SUMMARY  OP  liOHTINO  11.  COMMENTS 

Object  believed  to  be  meteorite  reported  Undoubtedly 
sighting  was  for  one  second.  Object  was 
very  bright^  at  very  high  altitude  and 
had  tremendous  speed. 


13.  CONCLUSIONS 

□ Wet  Boll^on 

G Probqbly  BoIIooa 
O Pottibly  Bdlloon 

Q Woi  Ai  ref  oft 

□ Probebly  Atrcrelt 
O Pottibly  Alfcrolt 

BX  Wot  AttfonemicttI  MStOOP 

□ Probebl  y Attror>ofnleol 
O PottI  bly  Aitronomkol 

□ lntufflci«nt  Doto  for  Evotvotkn 

□ Unknown 


meteor# 


ATie  rcKM  $n  (rbv  w $n 


s 


t 


\ 

V 


5 / 


I 


NNN 


SQF016  YrA2S9  XYA052  XDC015GUA017 
PP  RJEDEN  RJEE3Q  RJEPHa 
DK  RJWPGU  lA 
P 0906152 

FM  COWDR-  740TH  ACWRON" 

TO  ZEN/COMDR  29TH  ADIV  (DEF) 

KJEDDN/COMDR  ADC  ENT  AF3 
P.JEDSQ/COMDR  WRIGHT-PATTEP30N  AFB 
RJEPHQ/HEADO.UARTERS  USAF 
BT 

/UNCLASSIFIED/OIN  711  ATTN:  DIRECTORATE  OF  INTELLIGENCE:  U.F.O.B. 


ELECTRICAL  REPORT.  OBJECT  BELIEVED  TO 


METEORITE,  SIGHTED  AT 


CENTENNIAL  RANGER  STATIO^ 


sighting  WAS  FOR  ONE 


218)  IN  THE  MEDICINE  BOW  AREA. 


. IT  WAS  VERY  V^yRY  BRIGHT  AND  HAD 


^Tremendous  s?eed,  at  very  high  alYiijjde.  sightim^made  by  district 


52/06502  DEC  RJUPGU 


\ 

\ 


